Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 4/7/2010 3:21:42 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Jim, 

I am going to start talking to our alarm department about expanding your current alarm system. Do all of the 
DPH spaces need alarms or just storage and evidence? I know we spoke about it the other day but don't 
remember how we left it. Please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T)413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 095985 




